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SUBJECT: TWO MORE GAS TURBINES FOR DOMINICAN ELECTRIC COPORATION 

REF: 1) SD 3128 

2) SD A-049 

3) STATE 169919 

4) RENGERS (EX-IM)/SKOL TELECON 5 SEPTEMBER 

1. DOMINICAN ELECTRIC CORPORATION ADMINISTRATOR JULIO SAURI 
TOLD EMBASSY OFFICER 5 SEPTEMBER THAT HE HAD DISCUSSED LOCAL 
ELECTRICITY SITUATION AT LENGTH WITH PRESIDENT BALAGUER THE 
NIGHT BEFORE. PRESIDENT RECOGNIZED THAT VALDESIA DAM (52MW PEAK) 
WILL NOT BE COMPLETED, AS ORIGINALLY PLANNED, IN 1974. DON 

JULIO SUGGESTED, AND THE PRESIDENT AGREED, THAT CDE SHOULD, 
THEREFORE, IMMEDIATELY PURCHASE TWO MORE GAS TURBINE 
UNITS (PRESUMABLY 

THE SAME SIZE (30MW) AS THOSE ORDERED FROM WESTINGHOUSE). 

DURING CREDENTIALS PRESENTATION CEREMONY SEPT. 5, PRESIDENT STRESSED 
TO AMBASSADOR IMPORTANCE HE ATTACHED TO THIS PURCHASE. 

2. SAURI WILL SEND CABLE SHORTLY TO EX-IM REQUESTING INCREASE 
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ADDITIONAL UNITS. THIS WOULD RESULT IN CREDIT FOR MAXIMUM OF 
$40 MILLION FOR TRANSMISSION LINES AND TWO THERMAL AND FOUR GAS 
GENERATORS, TOTALLING SOME 280MW, MORE THAN EQUAL TO THE PRESENT 
CAPACITY OF THE SYSTEM. 

3. EMBASSY RECOMMENDS THAT EX-IM APPROVE THIS ADDITION TO LOAN. 



DECON NOVEMBER 6, 1973 
HURWITCH 
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